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TO CONTRACT __HF-CT-691 


DATE _ March 5, 1958 


Baird—Atomic, Inc. 
(CONTRACTOR) 


(CONTRACTING OFFICER) 


_BAMARAH-353K : 
BA-ARAA 423 


ae aes 


BA-AR44-425 
BA-~AR44-426 
_BAW~AR44-427 
BAAR 828 
__BA-AR44-429 
Br annae 437. 


BA-BR44—101 


Lens paper 


Lubricant, alcoa 


ORing, size 2-132. sed fe 


~ 


, 


NS 
. 
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| 6.00 | 
516.00_. 
337.50 


_Grease, dow coming #33__ 


Cement, EC800 


Weotherstrip, adhesive 


Cement, EPolac #13300 


Cleaner, lens __ 


Thermostat rs 


_Light socket, assy _ 


Coupling, sleeve 


| $8.75 
$26.75 
LE S410 
_f S2.00 
___|si72.80 
_ | $22.80 
{$25.20 
$127.50 _ 
$44.60 
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Dial Assy, relative bearing 
28. BA-BR44-3 Dome Assy _ - 
29." _Clamp, — roof m mirror housing 
_32.* _|.. Thermostat bubble assy 
33. Reticle and field lens assy 
35." Viewing assy 
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